From: Pribeck, Kristen (DPH) 

Sent: Monday, June 18, 2007 9:04 AM 

To: Clemmer, Jill (DPH); Capps, Elizabeth (DPH); Hannon, Bruce (DPH); Laflamme, Melissa 

(DPH); Servizio, Paul (DPH); Heckman, Caley (DPH); Jenner, Jennifer (DPH); KaneOl, 
Peter (DPH); Noddin, Linwood (DPH); Jacobsen, Patricia (DPH); Hunt, Thuy (DPH); 
Keefe, Jacqueline (DPH); Robinson, Latarsha (DPH); Stallings, Sheila (DPH); Rubin, Alan 
(DPH); Bethoney, Jordan (DPH); Ogbue, Ngozi (DPH); Poe, Michael (DPH); Tan, Amy 
(DPH); Salemi, Charles (DPH); Corbett, Kate (DPH); Khan, Annie (DPH); Frasca, Daniela 
(DPH); Gao, Xiu (DPH); Lawler, Michael (DPH); Medina, Nicole (DPH); O'Brien, 
Elizabeth; Phillips, Gloria (DPH); Piro, Peter (DPH); Renczkowski, Daniel (DPH); 
Saunders, Della (DPH); Sprague, Shirley (DPH); Tan, Zhi (DPH); Tran, Mai (DPH) 

Cc: Nassif, Julianne (DPH); Nickerson, John; oliver.mcconnell@umassmed.edu 

Subject: Room 358 (Copy and Break Room) 

Importance: High 


The 3rd Floor Copy and Break Room (Room 358) will be cleaned and refurbished the week of Monday, June 25 through 
Friday, June 29. The file cabinets and floor will be replaced, and the walls will be painted. 

Please remove all personal items from the room by close of business (5:00 pm) on Thursday, June 21. This includes all 
items from the refrigerators and any items on top of the file cabinets or on the table. Any items left in the room after 5:00 
pm on Thursday may be disposed of. 

On Friday, June 22 all items in that room will be removed so that the update can begin first thing Monday morning. 

The copy machine will be moved to the hallway on the east wing. The refrigerators and microwaves will be removed from 
the room and cleaned, and one refrigerator will be moved back up to the third floor hallway to use for the second half of 
the week. Microwaves cannot be placed in the hallway due to the risk of setting off the fire alarm, but if you need to use a 
microwave there are units available in the Cafeteria. 

We hope that everyone enjoys the facelift and strives to keep the room in good condition. If you have any questions or 
concerns, please let me know. 

Thank you, 

Kristen 


Kristen Pribeck 

Program Analyst 

Division of Analytical Chemistry 

Massachusetts Department of Public Health 

305 South Street 

Jamaica Plain, MA 02130 

T 617-983-6212 
F 617-983-6662 
Msten,pxibeck@sMe,.ma,us 
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